
REV 

ZONE 

DESCRIPTION OP CHANGE 

A 

A 1 / 1 

1. CHANGED TITLE (WAS) "SUITPORT INTERFACE PLATE 2A' 



- 1 NTERFACE CONTROL DRAWING" . 


A 5 / 1 

2. REMOVED THICKNESS DIM. (WAS) .750. 


D 5 / 1 

3. REMOVED DIM. FROM FRONT SURFACE DATUM C (WAS) 1.018. 


D 5 / 1 

4. ADDED DIM. FROM BACK SURFACE. 


B 3 / 1 

5. REMOVED SUIT OPENING REF DIMS. - 5 PL. 


SH 2 

6. ADDED DEPTHS OF KEEP OUT ZONES. 


D7/2 

7. ADDED TOP & BOTTOM VIEWS TO SHOW DEPTHS OF UPPER AND LOWER 


A7/2 

KEEP OUT ZONES. 
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SUITPORT 2A ' 


DWG NO 

CA2BI 1900 
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